Election Results 

November 05, 2019 
Unofficial Election Results 


King County ■ 

voce 


State 



King County 

Ballots Counted: 361,631 

?7 ?n % 

* Registered Voters: 1,329,464 



Referendum Measure No. 88 

Approved 

208,294 

60.89 % 

Rejected 

133,811 

39.11 % 

Initiative Measure No. 976 

Yes 

152,214 

43.30 % 

No 

199,352 

56.70 % 

Advisory Vote No. 20 

Repealed 

164,284 

51.00% 

Maintained 

157,841 

49.00 % 

Advisory Vote No. 21 

Repealed 

152,277 

46.82 % 

Maintained 

172,970 

53.18% 

Advisory Vote No. 22 

Repealed 

157,731 

48.67 % 

Maintained 

166,339 

51.33% 

Advisory Vote No. 23 




Repealed 

Maintained 


83,443 25.47 

244,218 74.53 


b Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 



November 05, 2019 
Unofficial Election Results 


State 



Advisory Vote No. 24 

Repealed 

158,541 

49.80 % 

Maintained 

159,812 

50.20 % 

Advisory Vote No. 25 

Repealed 

137,016 

42.64 % 

Maintained 

184,304 

57.36 % 

Advisory Vote No. 26 

Repealed 

138,067 

42.90 % 

Maintained 

183,791 

57.10% 

Advisory Vote No. 27 

Repealed 

150,746 

46.21 % 

Maintained 

175,504 

53.79 % 

Advisory Vote No. 28 

Repealed 

110,914 

34.45 % 

Maintained 

211,000 

65.55 % 

Advisory Vote No. 29 

Repealed 

170,901 

53.30 % 

Maintained 

149,712 

46.70 % 

Advisory Vote No. 30 

Repealed 

139,873 

43.49 % 

Maintained 

181,737 

56.51 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 
Unofficial Election Results 


State 

Advisory Vote No. 31 


Repealed 105,946 32.85% 

Maintained 216,570 67.15% 



Senate Joint Resolution No. 8200 


Approved 259,339 75.64 % 

Rejected 83,522 24.36 % 


County 



King County 

Ballots Counted: 361,631 

* Registered Voters: 1,329,464 

27.20 % 

Proposition No. 1 

Yes 

277,283 

79.47 % 

No 

71,612 

20.53 % 

Assessor 

John Wilson 

234,798 

98.39 % 

Write-in 

3,848 

1.61 % 

Director of Elections 

Julie Wise 

242,329 

78.94 % 

Mark Greene 

63,667 

20.74 % 

Write-in 

996 

0.32 % 

* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 

voce 


Unofficial Election Results 

V 

County 

Council District No. 2 

Ballots Counted: 43,782 

* Registered Voters: 152,088 

28.79 % 

Council District No. 2 

Girmay Zahilay 

22,614 56.75% 

Larry Gossett 

17,064 42.83 % 

Write-in 

167 0.42 % 

Council District No. 4 

Ballots Counted: 52,770 

* Registered Voters: 179,244 

29.44 % 

Council District No. 4 

Abigail Doerr 

11,948 25.56% 

Jeanne Kohl-Welles 

34,528 73.85 % 

Write-in 

277 0.59 % 

Council District No. 6 

Ballots Counted: 38,596 

* Registered Voters: 138,991 

27.77 % 



Bill Hirt 

7,390 

22.38 % 

Claudia Balducci 

25,523 

77.31 % 

Write-in 

101 

0.31 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 


Lori K. Smith 
Write-in 


King County ■ 

voce 


Unofficial Election Results 

V 

County 

Council District No. 8 


Ballots Counted: 40,860 

26.87 % 

* Registered Voters: 152,069 


Council District No. 8 

Joe McDermott 

30,349 82.19% 

Michael Robert Neher 

6,394 17.32 % 

Write-in 

183 0.50% 

Court of Appeals, Division No. 1, District No. 1 

King County 


Ballots Counted: 361,631 

27.20 % 

* Registered Voters: 1,329,464 

Judge Position No. 1 

John H. Chun 

224,386 98.49 % 

Write-in 

3,434 1.51 % 

Judge Position No. 2 


222,459 98.54' 

3,298 1.46 °/c 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 



Port 

Port of Seattle 

Ballots Counted: 361,631 

* Registered Voters: 1,329,464 


27.20 % 

Commissioner Position No. 2 

Sam Cho 


175,379 57.15% 

Grant Degginger 


129,825 42.31 % 

Write-in 


1,657 0.54 % 

Commissioner Position No. 5 

Fred Felleman 


209,408 69.65 % 

Garth Jacobson 


90,085 29.96 % 

Write-in 


1,166 0.39% 

City 

City of Algona 

Ballots Counted: 334 

* Registered Voters: 1,620 


20.62 % 

Mayor 

Dave Hill 


252 94.03 % 

Write-in 


16 5.97 % 

Council Position No. 1 

Bill Thomas 


256 96.60 % 

Write-in 


9 3.40 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 



City 


Council Position No. 3 


Troy A. Linnell 

256 

96.24 % 

Write-in 

10 

3.76 % 

Council Position No. 5 

Mike W. Dawkins 

247 

96.86 % 

Write-in 

8 

3.14% 

City of Auburn 



Ballots Counted: 8,382 

* Registered Voters: 35,782 

23.43 % 

Council Position No. 1 

Chris Stearns 

5,688 

97.68 % 

Write-in 

135 

2.32 % 

Council Position No. 3 

James Jeyaraj 

3,846 

52.38 % 

Ken Pearson 

3,450 

46.98 % 

Write-in 

47 

0.64 % 

Council Position No. 5 

Robyn Mulenga 

3,627 

49.31 % 

Ryan Burnett 

3,677 

49.99 % 

Write-in 

51 

0.69 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 7 

Robert 0. (Bob) Baggett 

3,904 

52.68 % 

Vera Orlandic-Hodak 

3,456 

46.63 % 

Write-in 

51 

0.69 % 

City of Bellevue 

Ballots Counted: 21,306 

* Registered Voters: 78,644 

27.09 % 

Council Position No. 1 

John Stokes 

13,347 

68.98 % 

Holly Zhang 

5,933 

30.66 % 

Write-in 

69 

0.36 % 

Council Position No. 3 

Jeremy Barksdale 

11,860 

61.45% 

Stephanie Walter 

7,409 

38.39 % 

Write-in 

32 

0.17% 

Council Position No. 5 

Janice Zahn 

13,132 

66.89 % 

JD Yu 

6,435 

32.78 % 

Write-in 

65 

0.33 % 

Council Position No. 7 

Jennifer Robertson 

12,284 

63.47 % 

James Bible 

7,020 

36.27 % 

Write-in 

49 

0.25 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 



City 



City of Black Diamond 

Ballots Counted: 921 


29.22 % 

* Registered Voters: 3,152 



Council Position No. 1 

Tamie L. Boxx-Deady 

551 

96.67 % 

Write-in 

19 

3.33 % 

Council Position No. 3 

Hunter Cooper 

531 

95.68 % 

Write-in 

24 

4.32 % 

Council Position No. 5 

Chris Wisnoski 

390 

46.43 % 

Kristiana de Leon 

445 

52.98 % 

Write-in 

5 

0.60 % 

City of Bothell 

Ballots Counted: 4,425 


26.19 % 

* Registered Voters: 16,898 



Council Position No. 2 




Mason Thompson 

1,864 

47.67 % 

Leigh Henderson 

2,034 

52.02 % 

Write-in 

12 

0.31 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 4 

Matt Seymour 

1,405 

37.15% 

James G. McNeal 

2,364 

62.51 % 

Write-in 

13 

0.34 % 

Council Position No. 6 

Davina Duerr 

2,869 

73.96 % 

Sean G. Palermo 

986 

25.42 % 

Write-in 

24 

0.62 % 

City of Burien 

Ballots Counted: 6,486 

* Registered Voters: 28,371 

22.86 % 

Council Position No. 2 

Cydney Moore 

2,961 

49.92 % 

Joel Manning 

2,950 

49.74 % 

Write-in 

20 

0.34 % 

Council Position No. 4 

Kevin Schilling 

3,621 

60.04 % 

Lucy Krakowiak 

2,389 

39.61 % 

Write-in 

21 

0.35 % 

Council Position No. 6 

Sofia Aragon 

3,150 

52.06 % 

Debi Wagner 

2,877 

47.55 % 

Write-in 

24 

0.40 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

City of Carnation 

Ballots Counted: 412 

* Registered Voters: 1,388 


29.68 % 

Council Position No. 1 

Adair Hawkins 

202 

52.74 % 

Michael Flowers 

181 

47.26 % 

Write-in 

0 

0.00 % 

Council Position No. 3 

Tim Harris 

223 

55.47 % 

Tracey Yeager Blackburn 

179 

44.53 % 

Write-in 

0 

0.00 % 

Council Position No. 5 

Dustin Green 

297 

99.66 % 

Write-in 

1 

0.34 % 

City of Clyde Hill 

Ballots Counted: 641 

* Registered Voters: 2,137 


30.00 % 

Mayor 

Marianne Klaas 

418 

96.98 % 

Write-in 

13 

3.02 % 

Council Position No. 2 

Scott Moore 

425 

98.84 % 

Write-in 

5 

1.16% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce! 


Unofficial Election Results 



City 

Council Position No. 3 

Kim Muromoto 

426 

98.38 % 

Write-in 

7 

1.62 % 

Council Position No. 4 

Bruce Jones 

409 

98.55 % 

Write-in 

6 

1.45 % 

City of Covington 

Ballots Counted: 2,907 

* Registered Voters: 12,599 

23.07 % 

Council Position No. 1 

Marlla Mhoon 

949 

35.69 % 

Kristina Soltys 

1,698 

63.86 % 

Write-in 

12 

0.45 % 

Council Position No. 2 

Jennifer Harjehausen 

1,289 

49.67 % 

Elizabeth Porter 

1,290 

49.71 % 

Write-in 

16 

0.62 % 

Council Position No. 3 

Jared Koukal 

1,952 

97.99 % 

Write-in 

40 

2.01 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 



City 


Council Position No. 5 


Sean D. Smith 

1,307 

50.84 % 

Jonathan Ingram 

1,254 

48.77 % 

Write-in 

10 

0.39 % 

Council Position No. 7 

Jeffrey Wagner 

1,960 

97.90 % 

Write-in 

42 

2.10% 

Advisory Proposition No. 1 

Yes 

1,688 

59.88 % 

No 

1,131 

40.12% 

City of Des Moines 



Ballots Counted: 4,736 

* Registered Voters: 18,051 

26.24 % 

Council Position No. 2 

Luisa Bangs 

2,086 

48.58 % 

JC Harris 

2,198 

51.19% 

Write-in 

10 

0.23 % 

Council Position No. 4 

Jeremy Nutting 

2,449 

57.34 % 

Susan White 

1,816 

42.52 % 

Write-in 

6 

0.14% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 
Unofficial Election Results 


City 

Council Position No. 6 


Rob Back 

Anthony Martinelli 
Write-in 


City of Duvall 


Ballots Counted: 1,167 

24.14% 

* Registered Voters: 4,834 


Council Position No. 2 


Matthew Eyer 

801 

81.24% 

William Chappell 

181 

18.36 % 

Write-in 

4 

0.41 % 


2,129 50.05% 

2,114 49.69% 

11 0.26 % 



Council Position No. 4 


Michael Remington 

782 

98.61 % 

Write-in 

11 

1.39 % 

Council Position No. 7 

Dot Lengyel 

783 

98.24 % 

Write-in 

14 

1.76 % 

Proposition No. 1 

Approved 

780 

69.15% 

Rejected 

348 

30.85 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


14 


Last Updated: 11/6/2019 3:39:51 PM 
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November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 

V" 


City 

City of Enumclaw 

Ballots Counted: 1,895 

* Registered Voters: 7,867 

24.09 % 

Council Position No. 2 

Beau Chevassus 

1,146 

70.57 % 

Tom Bruhn 

472 

29.06 % 

Write-in 

6 

0.37 % 

Council Position No. 4 

Chance LaFleur 

1,241 

97.95 % 

Write-in 

26 

2.05 % 

Council Position No. 6 

Anthony Wright 

1,246 

98.89 % 

Write-in 

14 

1.11 % 

City of Federal Way 

Ballots Counted: 11,090 

* Registered Voters: 48,944 

22.66 % 

Council Position No. 1 

Lydia Assefa-Dawson 

7,052 

96.70 % 

Write-in 

241 

3.30 % 

Council Position No. 3 

Susan Honda 

6,368 

64.67 % 

Rose O'Sharon (Sharry) Edwards 

3,383 

34.36 % 

Write-in 

96 

0.97 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 5 

Mark Koppang 

5,363 

54.49 % 

Jamila Taylor 

4,444 

45.15% 

Write-in 

35 

0.36 % 

Council Position No. 7 

Linda Kochmar 

5,251 

53.11 % 

Tony Pagliocco 

4,552 

46.04 % 

Write-in 

84 

0.85 % 

Advisory Proposition No. 1 

Yes 

4,875 

45.26 % 

No 

5,896 

54.74 % 

Citizen Initiative No. 19-001 

Yes 

5,849 

54.68 % 

No 

4,848 

45.32 % 

City of Issaquah 

Ballots Counted: 6,072 

* Registered Voters: 22,512 

26.97 % 

Council Position No. 2 

Michele Kemper 

2,233 

41.88 % 

Zach Hall 

3,080 

57.76 % 

Write-in 

19 

0.36 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 3 

Tim Flood 

2,713 

50.52 % 

Barbara de Michele 

2,644 

49.24 % 

Write-in 

13 

0.24 % 

Council Position No. 4 

Lindsey Walsh 

4,025 

99.04 % 

Write-in 

39 

0.96 % 

Council Position No. 6 

Victoria Hunt 

4,026 

98.80 % 

Write-in 

49 

1.20 % 

City of Kenmore 

Ballots Counted: 3,899 

* Registered Voters: 15,047 

25.91 % 

Council Position No. 1 

Melanie O'Cain 

1,841 

53.50 % 

Suzanne Greathouse 

1,581 

45.95 % 

Write-in 

19 

0.55 % 

Council Position No. 3 

Milton Curtis 

2,493 

96.97 % 

Write-in 

78 

3.03 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 5 

David Baker 

2,588 

97.66 % 

Write-in 

62 

2.34 % 

Council Position No. 7 

Corina Pfeil 

1,900 

55.90 % 

Van Sperry 

1,483 

43.63 % 

Write-in 

16 

0.47 % 

City of Kent 

Ballots Counted: 15,625 

* Registered Voters: 64,645 

24.17% 

Council Position No. 1 

Marli Larimer 

7,837 

55.84 % 

Todd Minor 

6,156 

43.86 % 

Write-in 

41 

0.29 % 

Council Position No. 3 

Les Thomas 

7,846 

54.25 % 

Hira Singh Bhullar 

6,571 

45.44 % 

Write-in 

45 

0.31 % 

Council Position No. 5 

Bill Boyce 

9,616 

67.01 % 

Mizan Rahman 

4,699 

32.75 % 

Write-in 

35 

0.24 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


18 


Last Updated: 11/6/2019 3:39:52 PM 

















Election Results 

November 05, 2019 


King County ■ 
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Unofficial Election Results 



City 

Council Position No. 7 

Awale A. Farah 

5,636 

40.58 % 

Zandria Michaud 

8,162 

58.76 % 

Write-in 

92 

0.66 % 

City of Kirkland 

Ballots Counted: 14,204 

* Registered Voters: 55,261 

25.70 % 

Council Position No. 2 

Kelli Curtis 

9,371 

98.57 % 

Write-in 

136 

1.43 % 

Council Position No. 4 

Toby Nixon 

7,985 

66.23 % 

David Schwartz 

3,842 

31.87% 

Write-in 

230 

1.91 % 

Council Position No. 5 

Neal Black 

8,332 

68.42 % 

Martin Morgan 

3,792 

31.14% 

Write-in 

53 

0.44 % 

Council Position No. 6 

Amy E. Falcone 

9,142 

75.09 % 

Jory Flamilton 

2,985 

24.52 % 

Write-in 

48 

0.39 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 
Unofficial Election Results 



City 


City of Lake Forest Park 

Ballots Counted: 2,844 

* Registered Voters: 10,164 

27.98 % 

Mayor 

Jeff Johnson 

1,898 

95.81 % 

Write-in 

83 

4.19% 

Council Position No. 2 

Catherine Stanford 

1,097 

41.71 % 

Lorri Bodi 

1,520 

57.79 % 

Write-in 

13 

0.49 % 

Council Position No. 4 

Phillippa Kassover 

1,871 

74.16 % 

Brett Newsham 

641 

25.41 % 

Write-in 

11 

0.44 % 


Council Position No. 6 


Tom French 

1,413 

55.70 % 

Tracy Furutani 

1,112 

43.83 % 

Write-in 

12 

0.47 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

City of Maple Valley 

Ballots Counted: 4,068 

* Registered Voters: 16,770 

24.26 % 

Council Position No. 1 

Sean P. Kelly 

2,731 

96.20 % 

Write-in 

108 

3.80 % 

Council Position No. 3 

Les Burberry 

2,139 

61.08% 

Victoria Schroff 

1,350 

38.55 % 

Write-in 

13 

0.37 % 

Council Position No. 5 

Syd Dawson 

2,387 

69.29 % 

Richard Axtell 

1,048 

30.42 % 

Write-in 

10 

0.29 % 

Council Position No. 7 

Linda Johnson 

2,674 

97.70 % 

Write-in 

63 

2.30 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

City of Medina 

Ballots Counted: 840 

* Registered Voters: 2,195 


38.27 % 

Council Position No. 2 

Mehrdad Naeini 

299 

39.45 % 

Harini Gokul 

455 

60.03 % 

Write-in 

4 

0.53 % 

Council Position No. 4 

Cynthia F. Adkins 

514 

96.62 % 

Write-in 

18 

3.38 % 

Council Position No. 6 

Sheree Wen 

322 

41.87 % 

Bob Zook 

445 

57.87 % 

Write-in 

2 

0.26 % 

Proposition No. 1 

Yes 

408 

49.76 % 

No 

412 

50.24 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

City of Mercer Island 



Ballots Counted: 6,691 

* Registered Voters: 18,197 

36.77 % 

Council Position No. 1 

Daniel Thompson 

3,180 

51.12% 

Dave Rosenbaum 

3,036 

48.80 % 

Write-in 

5 

0.08 % 

Council Position No. 3 

Wendy Weiker 

3,212 

51.41 % 

Jon Hanlon 

3,028 

48.46 % 

Write-in 

8 

0.13% 

Council Position No. 4 

Lisa A. Anderl 

3,520 

56.53 % 

Patrick Allcorn 

2,697 

43.31 % 

Write-in 

10 

0.16% 

Council Position No. 5 

Craig W. Reynolds 

3,270 

52.51 % 

Heather Jordan Cartwright 

2,950 

47.37 % 

Write-in 

7 

0.11 % 

Council Position No. 7 

Debbie Bertlin 

2,968 

47.05 % 

Jake Jacobson 

3,331 

52.81 % 

Write-in 

9 

0.14% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

City of Milton 



Ballots Counted: 264 

2fi Q7 % 

* Registered Voters: 979 



Council Position No. 4 

Mary Tompkins 

119 

51.74% 

Jim Gillespie 

111 

48.26 % 

Write-in 

0 

0.00 % 

Council Position No. 6 

Mark E. Hutson 

109 

47.19% 

Phil Linden 

121 

52.38 % 

Write-in 

1 

0.43 % 

Council Position No. 7 

Robert (Bob) Whalen 

166 

98.81 % 

Write-in 

2 

1.19% 

City of Newcastle 



Ballots Counted: 2,029 

2fi 77 % 

* Registered Voters: 7,579 



Council Position No. 1 

Linda Newing 

1,337 

97.17% 

Write-in 

39 

2.83 % 

Council Position No. 2 

Ariana Sherlock 

1,341 

98.39 % 

Write-in 

22 

1.61 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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City 

Council Position No. 3 

Allen Dauterman 

682 

37.51 % 

Tom Griffin 

1,131 

62.21 % 

Write-in 

5 

0.28 % 

Council Position No. 4 

Tony Ventrella 

1,496 

98.68 % 

Write-in 

20 

1.32 % 

City of Normandy Park 

Ballots Counted: 1,589 

* Registered Voters: 5,024 

31.63 % 

Council Position No. 1 

Earnest Thompson 

1,142 

82.45 % 

Dave Emert 

239 

17.26 % 

Write-in 

4 

0.29 % 

Council Position No. 3 

Shawn McEvoy 

948 

64.75 % 

Jonathan Chicquette 

511 

34.90 % 

Write-in 

5 

0.34 % 

Council Position No. 5 

Michelle Sipes-Marvin 

722 

50.56 % 

Kathleen Sherry 

704 

49.30 % 

Write-in 

2 

0.14% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 
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Unofficial Election Results 



City 

Council Position No. 7 

Sue-Ann Hohimer 

862 

59.74 % 

Kathleen Waters 

580 

40.19% 

Write-in 

1 

0.07 % 

City of North Bend 

Ballots Counted: 1,137 

* Registered Voters: 4,861 


23.39 % 

Mayor 

Rob McFarland 

693 

67.35 % 

Rich Wiltshire 

327 

31.78% 

Write-in 

9 

0.87 % 

Council Position No. 1 

Jonathan Rosen 

668 

96.53 % 

Write-in 

24 

3.47 % 

Council Position No. 3 

Heather Koellen 

529 

52.69 % 

Olivia G. Moe 

473 

47.11 % 

Write-in 

2 

0.20 % 

Council Position No. 5 

Brenden Elwood 

716 

97.81 % 

Write-in 

16 

2.19% 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


26 


Last Updated: 11/6/2019 3:39:52 PM 

















Election Results 

November 05, 2019 


King County ■ 

voce 


Unofficial Election Results 



City 

Council Position No. 6 

Chris Garcia 

695 

97.20 % 

Write-in 

20 

2.80 % 

Council Position No. 7 

Mary Miller 

652 

63.42 % 

Darren Glazier 

374 

36.38 % 

Write-in 

2 

0.19% 

City of Pacific 

Ballots Counted: 668 

* Registered Voters: 3,411 


19 . 58 % 

Mayor 

Leanne Guier 

347 

53.72 % 

Vic Kave 

296 

45.82 % 

Write-in 

3 

0.46 % 

Council Position No. 1 

Katherine V. Garberding 

306 

50.92 % 

Jaylynn Markwald 

295 

49.08 % 

Write-in 

0 

0.00 % 

Council Position No. 3 

Joshua Putnam 

355 

58.48 % 

Brice Erickson 

251 

41.35 % 

Write-in 

1 

0.16% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 
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Unofficial Election Results 



City 

Council Position No. 6 

Aarron Fahrenkrug 

232 

39.93 % 

David B. Storaasli 

344 

59.21 % 

Write-in 

5 

0.86 % 

City of Redmond 



Ballots Counted: 7,899 

* Registered Voters: 31,220 

25.30 % 

Mayor 

Angela Birney 

4,372 

59.22 % 

Steve Fields 

2,981 

40.38 % 

Write-in 

30 

0.41 % 

Council Position No. 1 

Hank Myers 

3,922 

54.37 % 

Varisha M. Khan 

3,277 

45.43 % 

Write-in 

14 

0.19% 

Council Position No. 3 

Jessica Forsythe 

3,710 

52.05 % 

Dayle 'Hank' Margeson 

3,407 

47.80 % 

Write-in 

11 

0.15% 

Council Position No. 5 

Vanessa Kritzer 

5,025 

70.44 % 

Eugene Zakhareyev 

2,097 

29.39 % 

Write-in 

12 

0.17% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 
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Unofficial Election Results 



City 

Council Position No. 7 

David Carson 

4,050 

57.17% 

Carlosjimenez 

3,014 

42.55 % 

Write-in 

20 

0.28 % 

City of Renton 

Ballots Counted: 13,484 

* Registered Voters: 55,419 

24.33 % 

Mayor 

Marcie Maxwell 

5,766 

45.33 % 

Armondo Pavone 

6,906 

54.30 % 

Write-in 

47 

0.37 % 

Council Position No. 3 

Valerie O'Halloran 

5,986 

51.13% 

James Alberson 

5,687 

48.58 % 

Write-in 

34 

0.29 % 

Council Position No. 4 

Ryan Mdrvin 

8,092 

70.27 % 

Maria Spasikova 

3,388 

29.42 % 

Write-in 

35 

0.30 % 

Council Position No. 5 

Ed Prince 

9,197 

98.32 % 

Write-in 

157 

1.68 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

Council Position No. 7 

Kim-Khanh Van 

7,355 

63.17% 

Thomas Trautmann 

4,265 

36.63 % 

Write-in 

24 

0.21 % 

City of Sammamish 



Ballots Counted: 10,970 

* Registered Voters: 37,392 

29.34 % 

Council Position No. 2 

Christie Malchow 

6,718 

65.83 % 

Karen McKnight 

3,459 

33.90 % 

Write-in 

28 

0.27 % 

Council Position No. 4 

Karen Howe 

4,112 

40.41 % 

Kent Treen 

6,045 

59.40 % 

Write-in 

19 

0.19% 

Council Position No. 6 

Ken Gamblin 

6,684 

64.65 % 

Rituja Indapure 

3,642 

35.23 % 

Write-in 

12 

0.12% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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City 

City of SeaTac 

Ballots Counted: 3,264 

* Registered Voters: 13,816 

23.62 % 

Council Position No. 1 

Senayet Negusse 

1,475 

48.60 % 

Tony Anderson 

1,548 

51.00% 

Write-in 

12 

0.40 % 

Council Position No. 3 

Peter Kwon 

1,759 

58.15% 

Damiana Merryweather 

1,257 

41.55 % 

Write-in 

9 

0.30 % 

Council Position No. 5 

Stan Tombs 

1,557 

51.30% 

Takele Gobena 

1,469 

48.40 % 

Write-in 

9 

0.30 % 

Council Position No. 7 

Mohamed AN Egal 

1,215 

39.80 % 

Erin Sitterley 

1,830 

59.94 % 

Write-in 

8 

0.26 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 


City 

City of Seattle Council District No. 1 

Ballots Counted: 20,267 

* Registered Voters: 68,588 

29.55 % 

Council District No. 1 

Lisa Herbold 

10,047 51.65% 

Phil Tavel 

9,337 48.00 % 

Write-in 

68 0.35 % 

City of Seattle Council District No. 2 

Ballots Counted: 14,362 

* Registered Voters: 59,343 

24.20 % 

Council District No. 2 

Tammy Morales 

7,639 55.84 % 

Mark Solomon 

5,972 43.65 % 

Write-in 

69 0.50 % 

City of Seattle Council District No. 3 

Ballots Counted: 24,512 

* Registered Voters: 74,772 

32.78 % 

Council District No. 3 


Kshama Sawant 

10,955 

45.78 % 

Egan Orion 

12,880 

53.83 % 

Write-in 

94 

0.39 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 
Unofficial Election Results 



City 

City of Seattle Council District No. 4 

Ballots Counted: 18,749 

* Registered Voters: 61,281 

30.60 % 

Council District No. 4 

Alex Pedersen 

10,345 57.43 % 

Shaun Scott 

7,610 42.25% 

Write-in 

58 0.32 % 

City of Seattle Council District No. 5 

Ballots Counted: 17,728 

* Registered Voters: 64,068 

27.67 % 

Council District No. 5 

Debora Juarez 

9,609 57.59 % 

Ann Davison Sattler 

7,008 42.00 % 

Write-in 

67 0.40 % 

City of Seattle Council District No. 6 

Ballots Counted: 23,154 

* Registered Voters: 74,740 

30.98 % 

Council District No. 6 

Dan Strauss 

11,753 52.56% 

Heidi Wills 

10,490 46.92 % 

Write-in 

116 0.52 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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City 

City of Seattle Council District No. 7 

Ballots Counted: 20,690 

* Registered Voters: 72,443 

28.56 % 

Council District No. 7 

AndrewJ. Lewis 

9,746 

49.73 % 

Jim Pugel 

9,766 

49.83 % 

Write-in 

86 

0.44 % 

City of Shoreline 

Ballots Counted: 10,157 

* Registered Voters: 38,342 

26.49 % 

Council Position No. 2 

Keith Patrick Scully 

5,926 

66.85 % 

Vivian Collica 

2,919 

32.93 % 

Write-in 

19 

0.21 % 

Council Position No. 4 

David Chen 

4,572 

50.29 % 

Doris McConnell 

4,489 

49.38 % 

Write-in 

30 

0.33 % 

Council Position No. 6 

Betsy Robertson 

6,625 

75.26 % 

Luis Berbesi 

2,148 

24.40 % 

Write-in 

30 

0.34 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

Proposition No. 1 

Yes 

5,167 52.39% 

No 

4,696 47.61 % 

City of Snoqualmie 

Ballots Counted: 1,781 

* Registered Voters: 8,097 


22.00 % 

Council Position No. 2 

Katherine Ross 

941 

56.35 % 

Elaine Armstrong 

728 

43.59 % 

Write-in 

1 

0.06 % 

Council Position No. 4 

James Mayhew 

901 

52.94 % 

Fuzzy Fletcher 

801 

47.06 % 

Write-in 

0 

0.00 % 

Council Position No. 6 

Sean Sundwall 

971 

57.97 % 

William E. Donaldson 

703 

41.97 % 

Write-in 

1 

0.06 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


35 


Last Updated: 11/6/2019 3:39:53 PM 















Election Results 


November 05, 2019 
Unofficial Election Results 



City 


City of Tukwila 

Ballots Counted: 2,027 

* Registered Voters: 9,997 

20.28 % 

Mayor 

Allan Ekberg 

1,450 

94.83 % 

Write-in 

79 

5.17% 

Council Position No. 2 

Kathy Hougardy 

1,210 

64.71 % 

NancyJ. Manos 

643 

34.39 % 

Write-in 

17 

0.91 % 

Council Position No. 4 

Dennis Martinez 

869 

45.66 % 

Cynthia Delostrinos Johnson 

1,020 

53.60 % 

Write-in 

14 

0.74 % 


Council Position No. 6 


Tosh Sharp 

810 

43.43 % 

Kate Kruller 

1,040 

55.76 % 

Write-in 

15 

0.80 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

City of Woodinville 

Ballots Counted: 2,159 

* Registered Voters: 7,918 


27.27 % 

Council Position No. 2 

Les Rubstello 

1,383 97.81 % 

Write-in 

31 

2.19% 

Council Position No. 4 

Elaine Cook 

1,435 97.49 % 

Write-in 

37 

2.51 % 

Council Position No. 6 

Al Taylor 

992 

52.27 % 

Nicolas Duchastel 

903 

47.58 % 

Write-in 

3 

0.16% 

Council Position No. 7 

Gary Harris 

1,014 52.79% 

Paul Hagen 

905 

47.11 % 

Write-in 

2 

0.10% 

Town of Beaux Arts Village 

Ballots Counted: 86 

* Registered Voters: 259 


33.20 % 

Council Position No. 4 

Paula Dix 

77 

1 00.00 % 

Write-in 

0 

0.00 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



City 

Town of Hunts Point 

Ballots Counted: 128 

* Registered Voters: 364 


35 . 16 % 

Council Position No. 2 

Ernest Norehad 

99 

99.00 % 

Write-in 

1 

1.00 % 

Council Position No. 4 

Patrick Finnelly 

96 

97.96 % 

Write-in 

2 

2.04 % 

Town of Skykomish 

Ballots Counted: 56 

* Registered Voters: 113 


49.56 % 

Mayor 

Henry W. Sladek 

46 

82.14% 

Steven L. Lamer 

9 

16.07 % 

Write-in 

1 

1.79 % 

Council Position No. 1 

Todd Brunner 

37 

92.50 % 

Write-in 

3 

7.50 % 

Council Position No. 3 

Larryjohnson 

40 

93.02 % 

Write-in 

3 

6.98 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 
Unofficial Election Results 



City 


Council Position No. 5 


Gene A. Egan 

Write-in 


40 

4 

90.91 % 

9.09 % 

Town of Yarrow Point 

Ballots Counted: 250 

* Registered Voters: 874 


28.60 % 

Council Position No. 2 

Carl Scandella 


183 

98.92 % 

Write-in 


2 

1.08 % 

Council Position No. 4 

Andrew Valaas 


180 

98.36 % 

Write-in 


3 

1.64 % 

School 

Seattle School District No. 1 




Ballots Counted: 139,527 


?9 34 0/n 

* Registered Voters: 475,609 




Director District No. 1 

Liza Rankin 


61,378 

51.47% 

Eric Blumhagen 


57,379 

48.12% 

Write-in 


490 

0.41 % 

Director District No. 2 

Lisa Rivera Smith 


84,323 

98.54 % 

Write-in 


1,246 

1.46 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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Unofficial Election Results 



School 

Director District No. 3 

Chandra Hampson 

77,818 

65.94 % 

Rebeca Muniz 

39,603 

33.56 % 

Write-in 

588 

0.50 % 

Director District No. 6 

Leslie S. Harris 

77,569 

66.05 % 

Molly E. Mitchell 

39,278 

33.45 % 

Write-in 

589 

0.50 % 

Federal Way School District No. 210 



Ballots Counted: 17,355 

% 

* Registered Voters: 74,289 



Director District No. 2 

Jennifer Jones 

9,049 

63.07 % 

Elizabeth Carlson 

5,206 

36.29 % 

Write-in 

92 

0.64 % 

Director District No. 3 

Luckisha Phillips 

8,160 

56.59 % 

Tenya Magruder 

6,155 

42.68 % 

Write-in 

105 

0.73 % 

Director District No. 4 

TrudyJ. Davis 

11,172 

98.14% 

Write-in 

212 

1.86 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 



School 


Director District No. 5 

Hiroshi Eto 

11,212 97.83% 

Write-in 

249 2.17% 

Enumclaw School District No. 216 

Ballots Counted: 4,735 

25.75 % 

* Registered Voters: 18,388 


Director District No. 1 

Jennifer Kent 

2,791 98.14% 

Write-in 

53 1.86 % 

Director District No. 3 



Tyson Gamblin 2,894 97.47 % 

Write-in 75 2.53 % 


Director District No. 4 

Tina McGann 

2,776 97.78 % 

Write-in 

63 2.22 % 

Mercer Island School District No. 400 

Ballots Counted: 6,691 

* Registered Voters: 18,197 

36.77 % 

Director Position No. 1 

Dave D'Souza 

4,410 99.01 % 

Write-in 

44 0.99 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



School 

Director Position No. 3 

Maggie Tai Tucker 

4,392 

98.90 % 

Write-in 

49 

1.10% 

Director Position No. 5 

Tam Dinh 

3,891 

66.04 % 

John Rivera-Dirks 

1,979 

33.59 % 

Write-in 

22 

0.37 % 

Highline School District No. 401 



Ballots Counted: 17,209 

* Registered Voters: 72,706 

23.67 % 

Director District No. 1 

Tracy Castro-Gill 

6,697 

46.92 % 

Aaron Garcia 

7,440 

52.13% 

Write-in 

135 

0.95 % 

Director District No. 4 

Bernie Dorsey 

11,127 

98.64 % 

Write-in 

153 

1.36 % 

Director District No. 5 

Fa'izah Bradford 

7,631 

51.21 % 

Jeanette Burrage 

7,216 

48.43 % 

Write-in 

53 

0.36 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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School 

Vashon Island School District No. 402 

Ballots Counted: 3,635 

* Registered Voters: 9,077 

40.05 °7 

Director Position No. 1 

Dan Chasan 

1,472 

48.71 % 

Bob Hennessey 

1,539 

50.93 % 

Write-in 

11 

0.36 % 

Director Position No. 3 

Zabette Macomber 

2,313 

99.10% 

Write-in 

21 

0.90 % 

Director Position No. 5 

Toby Holmes 

2,230 

99.11 % 

Write-in 

20 

0.89 % 

Renton School District No. 403 

Ballots Counted: 17,628 

* Registered Voters: 70,590 

24.97 °A 

Director District No. 1 

Alisa Louie 

9,503 

65.65 % 

Joe Todd 

4,928 

34.04 % 

Write-in 

44 

0.30 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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School 

Director District No. 3 

Stefanie Mdrvin 

10,049 

69.79 % 

Kristen Deskin 

4,307 

29.91 % 

Write-in 

43 

0.30 % 

Director District No. 4 

Suzette Espinoza Cruz 

6,107 

42.67 % 

Gloria Hodge 

8,160 

57.02 % 

Write-in 

44 

0.31 % 

Proposition No. 1 

Approved 

11,158 

67.02 % 

Rejected 

5,490 

32.98 % 

Skykomish School District No. 404 

Ballots Counted: 150 

* Registered Voters: 354 

42.37 % 

Director Position No. 1 

Ginnie Eburn 

110 

96.49 % 

Write-in 

4 

3.51 % 

Director Position No. 3 

Blaine Brown 

114 

96.61 % 

Write-in 

4 

3.39 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Election Results 


November 05, 2019 
Unofficial Election Results 


School 

Director Position No. 5 


Sage Bryden 
Write-in 


Proposition No. 1 


Yes 

No 


Bellevue School District No. 405 

Ballots Counted: 20,815 

* Registered Voters: 76,528 

27.20 % 

Director District No. 1 

Sima Sarrafan 

13,152 98.70% 

Write-in 

173 1.30 % 


74 

51.39% 

70 

48.61 % 


110 96.49 % 

4 3.51 % 



Director District No. 2 


13,136 98.87% 

150 1.13% 


Carolyn Watson 
Write-in 


Director District No. 4 


13,143 98.71 % 

172 1.29 % 


Christine Chew 
Write-in 


Director District No. 5 


Francine Wiest 

10,681 

60.05 % 

Jane Aras 

7,048 

39.62 % 

Write-in 

59 

0.33 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 
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School 


Tukwila School District No. 406 

Ballots Counted: 1,833 

19.98 % 

* Registered Voters: 9,174 


Director District No. 2 

Jan Bolerjack 

1,232 96.78 % 

Write-in 

41 3.22 % 

Director District No. 4 



Edna Morris 1,283 97.34% 

Write-in 35 2.66 % 


Director District No. 5 

Dave Larson 

1,262 97.53 % 

Write-in 

32 2.47 % 

Riverview School District No. 407 

Ballots Counted: 4,214 

* Registered Voters: 14,875 

28.33 % 

Director District No. 2 

Jodi A. Fletcher 

2,615 99.02% 

Write-in 

26 0.98 % 


Director District No. 3 


Carol L. Van Noy 

2,189 

63.71 % 

Bert Mills 

1,236 

35.97 % 

Write-in 

11 

0.32 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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School 

Director District No. 4 

Danny L. Edwards 

2,620 

98.98 % 

Write-in 

27 

1.02 % 

Auburn School District No. 408 



Ballots Counted: 10,396 

23 3? % 

* Registered Voters: 44,575 



Director District No. 1 

Sheilia McLaughlin 

6,734 

97.66 % 

Write-in 

161 

2.34 % 

Director District No. 2 

Chris Grames 

4,508 

51.02% 

Arlista Holman 

4,267 

48.29 % 

Write-in 

61 

0.69 % 

Director District No. 4 

Laura Theimer 

6,875 

98.27 % 

Write-in 

121 

1.73 % 

Tahoma School District No. 409 



Ballots Counted: 7,416 

2fi 2Q % 

* Registered Voters: 28,213 



Director District No. 2 

Katrina Montgomery 

4,493 

97.95 % 

Write-in 

94 

2.05 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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King County ■ 

voce 


Unofficial Election Results 



School 

Director District No. 3 

Malia Hollowell 

3,618 

58.60 % 

Jamie Fairbanks 

2,531 

40.99 % 

Write-in 

25 

0.40 % 

Director District No. 4 

Pete Miller 

5,197 

86.09 % 

Stormy (Lea) Rigtrup 

813 

13.47 % 

Write-in 

27 

0.45 % 

Snoqualmie Valley School District No. 410 

Ballots Counted: 6,533 

* Registered Voters: 27,335 

23.90 % 

Director District No. 2 

Geoff Doy 

3,628 

68.03 % 

Linda Hamm Grez 

1,682 

31.54% 

Write-in 

23 

0.43 % 

Director District No. 3 

Carolyn G. Simpson 

3,471 

65.05 % 

Chelsea Rivas 

1,843 

34.54 % 

Write-in 

22 

0.41 % 

Director District No. 5 

Ram Dutt Vedullapalli 

3,824 

97.85 % 

Write-in 

84 

2.15% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 

voce 


School 


Issaquah School District No. 411 

Ballots Counted: 19,769 

28.04 % 

* Registered Voters: 70,497 


Director District No. 1 



Anne Moore 

12,572 

98.95 % 

Write-in 

133 

1.05 % 

Director District No. 3 

Harlan Gallinger 

10,676 

65.17% 

Minal Kode Ghassemieh 

5,637 

34.41 % 

Write-in 

70 

0.43 % 

Director District No. 4 

Sydne Mullings 

12,492 

99.02 % 

Write-in 

124 

0.98 % 

Director District No. 5 

Suzanne Weaver 

12,944 

79.30 % 

Layna Crofts 

3,297 

20.20 % 

Write-in 

81 

0.50 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 

voce 


Unofficial Election Results 



School 

Shoreline School District No. 412 



Ballots Counted: 12,990 

* Registered Voters: 48,449 

26.81 % 

Director District No. 1 

Michael Jacobs 

4,900 

45.57 % 

Meghan Jernigan 

5,820 

54.13% 

Write-in 

32 

0.30 % 

Director District No. 4 

Rebeca Rivera 

8,391 

98.86 % 

Write-in 

97 

1.14% 

Director District No. 5 

Sara Betnel 

7,000 

65.01 % 

Joe Cunningham 

3,715 

34.50 % 

Write-in 

52 

0.48 % 

Lake Washington School District No. 414 



Ballots Counted: 31,060 

* Registered Voters: 115,899 

26.80 % 

Director District No. 1 

Eric Laliberte 

19,596 

99.04 % 

Write-in 

190 

0.96 % 

Director District No. 2 

Christopher Carlson 

19,530 

98.95 % 

Write-in 

207 

1.05 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 

voce 


Unofficial Election Results 



School 

Director District No. 5 

Siri Bliesner 

16,100 

63.02 % 

Susan Wilkins 

9,344 

36.58 % 

Write-in 

103 

0.40 % 

Kent School District No. 415 

Ballots Counted: 24,131 

* Registered Voters: 95,894 

25.16% 

Director District No. 1 

Leah Bowen 

15,883 

98.49 % 

Write-in 

243 

1.51 % 

Director District No. 2 

Michele Greenwood Bettinger 

13,377 

67.20 % 

David Canterbury 

6,435 

32.33 % 

Write-in 

95 

0.48 % 

Director District No. 3 

Leslie Kae Hamada 

15,986 

98.47 % 

Write-in 

248 

1.53 % 

Fife School District No. 417 

Ballots Counted: 766 

* Registered Voters: 3,125 

24.51 % 

Director District No. 1 

lesha Ki' Kidd 

410 

97.16% 

Write-in 

12 

2.84 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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Unofficial Election Results 


School 

Director District No. 2 


Chelsea Bjorkman 
Write-in 


Director District No. 3 


Jennifer Mayhew 
Write-in 


Northshore School District No. 417 


Ballots Counted: 14,777 

26.54 % 

* Registered Voters: 55,679 

Director District No. 2 


434 98.64 % 

6 1.36 % 


428 98.39 % 

7 1.61 % 



Bob Swain 9,153 99.05% 

Write-in 88 0.95 % 


Director District No. 3 


9,125 99.09% 

84 0.91 % 


David Cogan 
Write-in 


Special Purpose District 

East Pierce Fire & Rescue 

Ballots Counted: 264 

* Registered Voters: 979 

26.97 % 

Commissioner Position No. 1 

Kevin Garling 

156 98.73 % 

Write-in 

2 1.27 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 


Unofficial Election Results 

V 


Commissioner Position No. 7 

Dale T. Mitchell 

147 

97.35 % 

Write-in 

4 

2.65 % 

King County Fire Protection District No. 10 



Ballots Counted: 4,517 

?R fiR o/ n 

* Registered Voters: 15,752 



Commissioner Position No. 3 

Lawrence Rude 

2,678 

99.15 % 

Write-in 

23 

0.85 % 

Commissioner Position No. 4 

Alan Martin 

2,678 

99.19% 

Write-in 

22 

0.81 % 

Commissioner Position No. 5 

Anita Sandall 

2,638 

98.88 % 

Write-in 

30 

1.12% 

King County Fire Protection District No. 16 



Ballots Counted: 6,743 

7R o/ n 

* Registered Voters: 25,211 


9 m 

Commissioner Position No. 2 

Josh Pratt 

4,229 

99.13% 

Write-in 

37 

0.87 % 

Commissioner Position No. 4 

Rick Webster 

4,175 

99.12% 

Write-in 

37 

0.88 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V 

Special Purpose District 

King County Fire Protection District No. 2 

Ballots Counted: 8,075 

* Registered Voters: 33,395 

24 . 18 % 

Commissioner Position No. 2 

Ted Sitterley 

5,195 98.97% 

Write-in 

54 1.03 % 

King County Fire Protection District No. 20 

Ballots Counted: 2,272 

* Registered Voters: 9,687 

23.45 % 

Commissioner Position No. 2 

Terry W. Miller 

1,520 99.15% 

Write-in 

13 0.85 % 

King County Fire Protection District No. 25 

Ballots Counted: 1,791 

* Registered Voters: 5,500 

32.56 % 

Commissioner Position No. 2 

Kerry Abercrombie 

1,006 98.43 % 

Write-in 

16 1.57 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 



Special Purpose District 


King County Fire Protection District No. 27 

Ballots Counted: 1,045 

27.02 % 

* Registered Voters: 3,868 


Commissioner Position No. 2 



Eric M. Hollis 

599 

68.38 % 

Brandon Bothwell 

275 

31.39% 

Write-in 

2 

0.23 % 

Enumclaw Fire Department 

Ballots Counted: 3,376 

* Registered Voters: 13,285 

25.41 % 

Commissioner Position No. 2 

Angela Stubblefield 

2,074 

98.06 % 

Write-in 

41 

1.94 % 

Commissioner Position No. 3 

Paul Fisher 

1,276 

47.47 % 

Eric Heintzinger 

1,395 

51.90% 

Write-in 

17 

0.63 % 

Commissioner Position No. 5 

Amy Trachte 

2,077 

98.67 % 

Write-in 

28 

1.33 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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November 05, 2019 



Unofficial Election Results 

V 

Special Purpose District 

King County Fire Protection District No. 34 

Ballots Counted: 4,591 

* Registered Voters: 14,957 

30.69 % 

Commissioner Position No. 2 

Thomas C. Johnston 

2,809 99.26 % 

Write-in 

21 0.74% 

King County Fire Protection District No. 37 

Ballots Counted: 4,155 

* Registered Voters: 16,961 

24.50 % 

Commissioner Position No. 2 

Harry George, Sr. 

2,649 98.88 % 

Write-in 

30 1.12% 

King County Fire Protection District No. 38 

Ballots Counted: 1,784 

* Registered Voters: 7,635 

23.37 % 

Commissioner Position No. 2 

Matt Talbot 

1,061 98.70% 

Write-in 

14 1.30% 

King County Fire Protection District No. 40 

Ballots Counted: 3,717 

* Registered Voters: 13,562 

27.41 % 

Commissioner Position No. 2 

Charlotte Ryan 

2,370 98.91 % 

Write-in 

26 1.09 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V" 


Special Purpose District 

Commissioner Position No. 4 

Steven W. Parsons 

1,216 

40.74 % 

Andrew K. Schneider 

1,759 

58.93 % 

Write-in 

10 

0.34 % 

King County Fire Protection District No. 43 



Ballots Counted: 7,439 

* Registered Voters: 28,381 

26.21 % 

Commissioner Position No. 2 

Chris Bodlovic 

4,490 

99.07 % 

Write-in 

42 

0.93 % 

Commissioner Position No. 5 

Craig Hooper 

4,503 

99.08 % 

Write-in 

42 

0.92 % 

King County Fire Protection District No. 45 



Ballots Counted: 2,346 

* Registered Voters: 9,193 

25.52 % 

Commissioner Position No. 2 

John J. Frazier 

684 

36.42 % 

Michael Beard 

1,186 

63.15 % 

Write-in 

8 

0.43 % 

Proposition No. 1 

Yes 

1,557 

71.13% 

No 

632 

28.87 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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King County ■ 
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Unofficial Election Results 

V 

Special Purpose District 

King County Fire Protection District No. 50 

Ballots Counted: 150 

* Registered Voters: 354 

42.37 % 

Commissioner Position No. 2 

Larry (Mac) McLaughlin 

115 97.46 % 

Write-in 

3 2.54 % 

Commissioner Position No. 3 

Kimberly Haines-Farmer 

113 96.58 % 

Write-in 

4 3.42 % 

Mountain View Fire and Rescue 

Ballots Counted: 3,680 

* Registered Voters: 13,255 

27.76 % 

Commissioner Position No. 2 

Catherine McKinney 

2,061 98.42 % 

Write-in 

33 1.58 % 

Commissioner Position No. 4 

James E. Farrell 

2,074 98.34 % 

Write-in 

35 1.66 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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King County ■ 
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Unofficial Election Results 

V 

Special Purpose District 

North Highline Fire District 

Ballots Counted: 2,017 

* Registered Voters: 10,424 

19.35 % 

Commissioner Position No. 2 

Julie Hiatt 

1,358 98.48 % 

Write-in 

21 1.52% 

Shoreline Fire Department 

Ballots Counted: 10,157 

* Registered Voters: 38,342 

26.49 % 

Commissioner Position No. 2 

Kimberly Fischer 

6,858 81.41 % 

Tom B. Moffat 

1,551 18.41 % 

Write-in 

15 0.18% 

Commissioner Position No. 5 

Ken Callahan 

6,500 98.92 % 

Write-in 

71 1.08% 

Snoqualmie Pass Fire Protection Dist No. 51 

Ballots Counted: 20 

* Registered Voters: 68 

29.41 % 

Commissioner Position No. 1 


Morris B. Hanan 
Write-in 


12 

0 


100.00 
0.00 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V 

Special Purpose District 

South King Fire and Rescue 

Ballots Counted: 19,582 

* Registered Voters: 82,741 

23.67 % 

Commissioner Position No. 1 

William (Bill) Gates 

12,959 98.69 % 

Write-in 

172 1.31 % 

Vashon Island Fire and Rescue 

Ballots Counted: 3,635 

* Registered Voters: 9,077 

40.05 % 

Commissioner Position No. 2 

Camille Staczek 

2,163 99.22% 

Write-in 

17 0.78 % 

Woodinville Fire & Rescue 

Ballots Counted: 7,147 

* Registered Voters: 25,299 

28.25 % 

Commissioner Position No. 2 

Doug Halbert 

2,880 51.19% 

James C. Dorney 

2,735 48.61 % 

Write-in 

11 0.20 % 

Commissioner Position No. 4 


Mike Millman 
Write-in 


4,360 

20 


99.54 <Z 
0.46 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V 

Special Purpose District 

Coal Creek Utility District 

Ballots Counted: 2,312 

* Registered Voters: 8,685 

26.62 % 

Commissioner Position No. 2 

Suzi O'Byrne 

1,163 61.28% 

Richard (Ric) D. Anderson 

731 38.51 % 

Write-in 

4 0.21 % 

Covington Water District 

Ballots Counted: 9,578 

* Registered Voters: 37,305 

25.67 % 

Commissioner Position No. 2 

Tal Weberg 

5,889 98.88 % 

Write-in 

67 1.12% 

Commissioner Position No. 5 

David B. Roselle 

5,875 98.79 % 

Write-in 

72 1.21 % 

Fall City Water District 

Ballots Counted: 510 

* Registered Voters: 1,800 

28.33 % 

Commissioner Position No. 2 

Lyn Watts 

301 97.73 % 

Write-in 

7 2.27 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V " 


Special Purpose District 

Highline Water District 

Ballots Counted: 9,686 

* Registered Voters: 39,946 

24.25 % 

Commissioner Position No. 2 

Dan Johnson 

6,274 

99.16 % 

Write-in 

53 

0.84 % 

Commissioner Position No. 4 

Dick Swaab 

3,930 

48.52 % 

Polly M. Daigle 

4,153 

51.28% 

Write-in 

16 

0.20 % 

King County Water District No. 1 

Ballots Counted: 124 

* Registered Voters: 444 

27.93 % 

Commissioner Position No. 1 

Bob Trimble 

89 

1 00.00 % 

Write-in 

0 

0.00 % 

Commissioner Position No. 2 

Richard W. Sternberg 

78 

1 00.00 % 

Write-in 

0 

0.00 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


62 


Last Updated: 11/6/2019 3:40:08 PM 
















Election Results 

November 05, 2019 



Unofficial Election Results 



Special Purpose District 

Lake Meridian Water District 

Ballots Counted: 2,837 

* Registered Voters: 10,695 


26.53 % 

Commissioner Position No. 2 

Charles E. Wilson 

1,815 97.42% 

Write-in 

48 

2.58 % 

King County Water District No. 117 

Ballots Counted: 38 

* Registered Voters: 78 


48.72 % 

Commissioner Position No. 2 

Patrick Stanton 

37 

100.00 % 

Write-in 

0 

0.00 % 

King County Water District No. 119 

Ballots Counted: 842 

* Registered Voters: 3,238 


26.00 % 

Commissioner Position No. 2 

Jeff Popp 

498 

98.81 % 

Write-in 

6 

1.19% 

King County Water District No. 125 

Ballots Counted: 1,563 

* Registered Voters: 8,352 


18.71 % 

Commissioner Position No. 2 

Jerry B. Thornton, Sr. 

1,090 98.02 % 

Write-in 

22 

1.98 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

King County Water District No. 19 

Ballots Counted: 976 

* Registered Voters: 2,587 


37.73 % 

Commissioner Position No. 2 

Michael (Mike) Weller 

572 

99.31 % 

Write-in 

4 

0.69 % 

King County Water District No. 20 

Ballots Counted: 3,903 

* Registered Voters: 19,764 


19.75 % 

Commissioner Position No. 2 

Gary Coy 

2,605 98.23 % 

Write-in 

47 

1.77 % 

King County Water District No. 49 

Ballots Counted: 2,256 

* Registered Voters: 8,938 


25.24 % 

Commissioner Position No. 2 

Dave Lutz 

987 

51.30% 

Laura Gallez 

933 

48.49 % 

Write-in 

4 

0.21 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


64 


Last Updated: 11/6/2019 3:40:08 PM 














Election Results 
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Unofficial Election Results 



Special Purpose District 

King County Water District No. 54 

Ballots Counted: 869 

* Registered Voters: 2,303 

37.73 % 

Commissioner Position No. 2 

Jim Delvin 

227 31.35% 

Kris Van Gasken 

497 68.65 % 

Write-in 

0 0.00 % 

King County Water District No. 90 

Ballots Counted: 4,503 

* Registered Voters: 16,123 

27.93 % 

Commissioner Position No. 2 

Pete Eberle 

2,198 60.40% 

Alvin Materi 

1,430 39.30 % 

Write-in 

11 0.30 % 

Lake Forest Park Water District 

Ballots Counted: 579 

* Registered Voters: 1,937 

29.89 % 

Commissioner Position No. 2 


Eli Zehner 359 98.36 % 

Write-in 6 1.64% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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V 

Special Purpose District 

North City Water District 

Ballots Counted: 4,163 

* Registered Voters: 17,205 

24.20 % 

Commissioner Position No. 2 

Patty Hale 

2,779 98.83 % 

Write-in 

33 1.17% 

Woodinville Water District 

Ballots Counted: 8,347 

* Registered Voters: 31,368 

26.61 % 

Commissioner Position No. 2 

Ty Graham 

3,218 49.38% 

Dale Knapinski 

3,279 50.31 % 

Write-in 

20 0.31 % 

Commissioner Position No. 4 

Chuck Clarke 

5,057 99.22 % 

Write-in 

40 0.78 % 

Cedar River Water and Sewer District 

Ballots Counted: 4,515 

* Registered Voters: 16,437 

27.47 % 

Commissioner Position No. 2 


Wes Jorgenson 
Write-in 


2,880 

30 


98.97 °A 
1.03 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Unofficial Election Results 

V 

Special Purpose District 

Highlands Sewer District 

Ballots Counted: 67 

* Registered Voters: 220 

30.45 % 

Commissioner Position No. 2 

Karl V. D'Ambrosio 

61 96.83 % 

Write-in 

2 3.17% 

Midway Sewer District 

Ballots Counted: 5,747 

* Registered Voters: 23,641 

24.31 % 

Commissioner Position No. 2 

Jack W. Hendrickson 

3,285 69.97 % 

Nicholas K. Fannin 

1,396 29.73 % 

Write-in 

14 0.30% 

Commissioner Position No. 4 

Jim Bailey 

3,785 99.24 % 

Write-in 

29 0.76 % 

Ronald Wastewater District 

Ballots Counted: 10,090 

* Registered Voters: 38,122 

26.47 % 

Commissioner Position No. 2 


Gretchen Atkinson 
Write-in 


6,466 

69 


98.94 <Z 
1.06 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Commissioner Position No. 3 

Laura Mork 

6,329 98.98 % 

Write-in 

65 

1.02 % 

Commissioner Position No. 4 

Craig Degginger 

6,286 98.90 % 

Write-in 

70 

1.10% 

Sammamish Plateau Water and Sewer District 

Ballots Counted: 11,182 

* Registered Voters: 38,756 


28.85 % 

Commissioner Position No. 2 

Ryika Hooshangi 

6,971 98.35 % 

Write-in 

117 

1.65 % 

Snoqualmie Pass Utility District 

Ballots Counted: 20 

* Registered Voters: 68 


29.41 % 

Commissioner Position No. 1 

William (Billy) J. Powers, Jr. 

16 

1 00.00 % 

Write-in 

0 

0.00 % 

Commissioner Position No. 3 

David C. Harja 

13 

1 00.00 % 

Write-in 

0 

0.00 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Southwest Suburban Sewer District 

Ballots Counted: 9,705 

* Registered Voters: 39,566 

24.53 % 

Commissioner Position No. 2 

Bill Tracy 

6,177 98.45% 

Write-in 

97 1.55 % 

Stevens Pass Sewer District 

Ballots Counted: 1 

* Registered Voters: 7 

14 . 29 % 

Commissioner Position No. 3 

Ed Burns 

1 100.00 % 

Write-in 

0 0.00 % 

Valley View Sewer District 

Ballots Counted: 3,897 

* Registered Voters: 19,470 

20.02 % 

Commissioner Position No. 2 

Mike West 

2,600 98.30 % 

Write-in 

45 1.70 % 

Vashon Sewer District 

Ballots Counted: 261 

* Registered Voters: 818 

31.91 % 

Commissioner Position No. 2 

Marta Medcalf 

151 99.34 % 

Write-in 

1 0.66 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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V 

Special Purpose District 

Lakehaven Water and Sewer District 

Ballots Counted: 16,637 

* Registered Voters: 70,465 

23.61 % 

Commissioner Position No. 2 

Don Miller 

6,772 51.05% 

Jeremy DelMar 

6,421 48.40 % 

Write-in 

73 0.55 % 

Commissioner Position No. 4 

Timothy McClain 

8,039 60.38 % 

Kate Mitchell 

5,202 39.07 % 

Write-in 

72 0.54 % 

Northeast Sammamish Sewer and Water District 

Ballots Counted: 2,706 

* Registered Voters: 8,658 

31.25 % 

Commissioner Position No. 2 

Wayne DeMeester 

1,738 98.53 % 

Write-in 

26 1.47 % 

Northshore Utility District 

Ballots Counted: 13,216 

* Registered Voters: 52,938 

24.97 % 

Commissioner Position No. 2 


Thomas Mortimer 
Write-in 


8,279 

67 


99.20 °A 
0.80 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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V" 


Special Purpose District 

Commissioner Position No. 5 

Don Ellis 

6,813 

65.47 % 

George Keeney 

3,550 

34.11 % 

Write-in 

43 

0.41 % 

Skyway Water and Sewer District 



Ballots Counted: 2,128 

* Registered Voters: 8,677 

24.52 % 

Commissioner Position No. 2 

Donald Henry 

1,096 

62.84 % 

Tom Gardner 

642 

36.81 % 

Write-in 

6 

0.34 % 

Soos Creek Water and Sewer District 



Ballots Counted: 19,236 

* Registered Voters: 76,335 

25.20 % 

Commissioner Position No. 2 

Logan K. Wallace 

7,675 

48.90 % 

Alan Eades 

7,965 

50.75 % 

Write-in 

54 

0.34 % 

Commissioner Position No. 3 

Gary G. Cline 

12,357 

98.81 % 

Write-in 

149 

1.19% 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Public Hospital District No. 1 



Ballots Counted: 43,915 

* Registered Voters: 174,850 

25 . 12 % 

Commissioner District No. 2 

Jim Griggs 

20,141 

56.05 % 

Anab Abdi 

15,685 

43.65 % 

Write-in 

109 

0.30 % 

Commissioner District No. 3 

Barbara J. Drennen 

11,226 

32.04 % 

Janet Evans 

23,690 

67.60 % 

Write-in 

126 

0.36 % 

Commissioner Position No. 5 

Carol Barber 

23,307 

67.11 % 

Tamara J. Sleeter 

11,253 

32.40 % 

Write-in 

168 

0.48 % 

Public Hospital District No. 2 



Ballots Counted: 49,406 

* Registered Voters: 184,457 

26.78 % 

Commissioner District No. 2 

Rebecca Hirt 

30,766 

99.04 % 

Write-in 

298 

0.96 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Commissioner Position No. 5 

David Edwards 

30,435 

98.95 % 

Write-in 

324 

1.05 % 

Public Hospital District No. 4 



Ballots Counted: 7,281 

74 Sfi % 

* Registered Voters: 29,641 



Commissioner Position No. 2 

Dariel Norris 

2,898 

52.54 % 

Gene Pollard 

2,596 

47.06 % 

Write-in 

22 

0.40 % 

Commissioner Position No. 4 

Jen Carter 

4,322 

98.83 % 

Write-in 

51 

1.17% 

Commissioner Position No. 5 

Kevin J. Hauglie 

4,384 

98.34 % 

Write-in 

74 

1.66 % 

Proposed Public Hospital District No. 5 



Ballots Counted: 3,635 

40 OS % 

* Registered Voters: 9,077 



Proposition No. 1 

For 

2,537 

71.38% 

Against 

1,017 

28.62 % 

* Reflects the voter registration as of Election Day, November 05 , 2019 
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Special Purpose District 


Commissioner Position No. 1 


John J. Staczek 

777 

27.57 % 

Donald P. Wolczko 

2,023 

71.79% 

Write-in 

18 

0.64 % 

Commissioner Position No. 2 

Eric Pryne 

2,317 

88.30 % 

William (Bill) Swartz 

287 

10.94 % 

Write-in 

20 

0.76 % 

Commissioner Position No. 3 

Bill West 

908 

32.63 % 

LeeAnn Brown 

1,860 

66.83 % 

Write-in 

15 

0.54 % 

Commissioner Position No. 4 

Dan Erin 

284 

10.51 % 

Wendy Noble 

2,403 

88.93 % 

Write-in 

15 

0.56 % 

Commissioner Position No. 5 

Bonny S. Olney 

478 

16.11 % 

Tom Langland 

2,478 

83.49 % 

Write-in 

12 

0.40 % 


* Reflects the voter registration as of Election Day, November 05, 2019 


November 2019 General Election Results 


74 


Last Updated: 11/6/2019 3:40:11 PM 


















Election Results 

November 05, 2019 
Unofficial Election Results 


King County ■ 
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Special Purpose District 

King County Airport District 



Ballots Counted: 3,635 

4n ns o/„ 

* Registered Voters: 9,077 

■ 

9^ • 9^ m w 

Commissioner Position No. 1 

Kaye Pierson 

1,943 

99.44 % 

Write-in 

11 

0.56 % 

Commissioner Position No. 2 

Will Gerrior 

1,986 

99.55 % 

Write-in 

9 

0.45 % 

Commissioner Position No. 3 

Robert Therkelsen 

1,951 

99.49 % 

Write-in 

10 

0.51 % 

Special Purpose District 

King County Cemetery District No. 1 



Ballots Counted: 3,635 

40 OS o/„ 

* Registered Voters: 9,077 

■ 


Commissioner Position No. 2 

Anthony Puz 

2,044 

99.42 % 

Write-in 

12 

0.58 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Des Moines Pool Metropolitan Park District 



Ballots Counted: 4,736 

26.24 % 

* Registered Voters: 18,051 



Commissioner Position No. 3 

Shane Young 

3,038 

99.35 % 

Write-in 

20 

0.65 % 

Commissioner Position No. 4 

Toni Overmyer 

1,029 

28.64 % 

Tricia Croom 

2,556 

71.14% 

Write-in 

8 

0.22 % 

Fall City Metropolitan Park District 



Ballots Counted: 1,180 

^sj 

SI 

sP 

3 s 

* Registered Voters: 4,284 



Commissioner Position No. 1 

Perry Wilkins 

691 

98.01 % 

Write-in 

14 

1.99 % 

Commissioner Position No. 5 

Lori Watts 

658 

96.34 % 

Write-in 

25 

3.66 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Northshore Parks & Recreation Service Area 



Ballots Counted: 14,772 

* Registered Voters: 55,636 

26.55 % 

Proposition No. 1 

Yes 

9,266 

67.90 % 

No 

4,380 

32.10% 

Si View Metropolitan Park District 



Ballots Counted: 2,866 

* Registered Voters: 12,302 

23.30 % 

Commissioner Position No. 1 

Catherine Fredenburg 

1,708 

74.49 % 

Kayla Noonan 

572 

24.95 % 

Write-in 

13 

0.57 % 

Commissioner Position No. 2 

Mark Correira 

1,120 

50.29 % 

Katie Klahn 

1,095 

49.17% 

Write-in 

12 

0.54 % 

Commissioner Position No. 3 

Markjoselyn 

1,682 

98.13% 

Write-in 

32 

1.87 % 


* Reflects the voter registration as of Election Day, November 05, 2019 
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Andrew Stahl 
Write-in 


King County ■ 

voce 


Special Purpose District 


Tukwila Pool Metropolitan Park District 

Ballots Counted: 2,027 

20.28 % 

* Registered Voters: 9,997 


Commissioner Position No. 3 



1,375 98.07 °A 

27 1.93 % 


Commissioner Position No. 4 


Jeri Frangello-Anderson 
Write-in 


1,378 98.01 °A 

28 1.99 % 


Vashon-Maury Island Park 8< Recreation District 

Ballots Counted: 3,635 

* Registered Voters: 9,077 

40.05 % 

Commissioner Position No. 1 

Karen M. Gardner 

2,049 

99.23 % 

Write-in 

16 

0.77 % 

Commissioner Position No. 3 

Bob McMahon 

2,073 

99.42 % 

Write-in 

12 

0.58 % 

Commissioner Position No. 5 

Hans Van Dusen 

2,106 

99.67 % 

Write-in 

7 

0.33 % 

* Reflects the voter registration as of Election Day, November 05, 2019 
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Special Purpose District 

Proposition No. 1 


78.53 % 
21.47% 


Yes 

2,798 

No 

765 


* Reflects the voter registration as of Election Day, November 05, 2019 
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